MultiCare/3 




a. Commencement 

^ | WING 


MAIN L 
ENTRANCE 


A 

Milgard ^ 


Main Lobby 


Emergency on 2nd Floor 


PAVILION 


FUTURE HOME OF 

Tacoma General Emergency Department . — _ 
Mary Bridge Children's Hospital Emergen 


MultiCare Regional Cancer Center 


— 


m 



Martin Luther King Jr. Way 


§ 





Commencement Wing 




Milgard Pavilion 





